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COMMON 


ON -TREBLE COWTIIOL 


pho*cn£ 


105 VOLTS 

30-60 CYCLES 
AC 


♦J SEE MANUAL PAGE 29 


HEATHKIT HIGH FIDELITY 14 WATT AMPLIFIER 

MODEL EA-3 


